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[Abstract:] Assayer’s letter regarding valuation of gold in case of Wm. Green of Cleveland, 
Ohio. 


The Mint of the United States at Philadelphia, 
Assayer’s Office, 
July 20, 1895 


Sir - 


In regard to the communication received from Wm. Green Esq. Cleveland Ohio = 
complaining of a shortage on his gold (statement No. 51), and asking for further information, - I 
will state that when his first letter was handed me, I referred to our original entries of assay. 
From there I found that no error had been made, and so stated. Since receiving the second 
communication, I secured his original deposit, and from a new cutting made a new assay. — The 
result confirms the assays previously made. 


The value of Pure gold is $20.6718 per oz — or standard gold (ie 900 fine) is worth $18.60 
+ per g.— 43 ounces of standard gold being worth exactly $800. — This is the valuation the mint 
gives. — 


The deposit in question is 5.66 ounces it 837 fine equivalent to 4.73742 of pure gold or 
5,2638 ozs. of standard. These figures multiplied by $800 and divided by 43 equals the value of 
his deposit in gold viz $97.94. The silver in the deposit is paid for at the market rate, less a small 
charge. — 


Very respectfully, 
Jacob B. Eckfeldt 
Assayer 


Hon. Herman Kretz 
Superintendent 


